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25X1A 
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Ge 


SORTIE 1015 


12 April 156 TO 1450 LAND 2209 @ 
A-2 Config. 

Pilot estimates good 

Weather undercast one third of route 


Commo and Nav OK 


Camera OP Cloud Cov. 
100 = 300 OK 6/8 ~ 8/8 
300 = =400 OK 3/8 5/8 
400 2400 OK CLEAR 
2400 2500 OK 3/8 5/8 
2500 2800 OK 6/8 38/8 


WINDS AS FORECAST 

1100 ft. 24 = RG 
1100 " 24" V6 
1100 " a6 
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